4 


JOURNAL 


OF THE 


New England Water Works 


“ASSOCIATION. 


VOLUME X. 


September, 1895, to June, 1896. 


PUBLISHED BY 


BOARD OF EDITORS. 
Junior Editor’s Office, New London, Conn. 


3 
2 
] 
< 
| 
| 
a 
P 


a 
j 
$ 
: j 


INDEX. 


Page. 

Address of Welcome by Gov. 3 

Appearance of Chara Fragilis in a Water Supply.................... 252 
Articles of Commerce, Tests of by the Association...... ... .....-. 109 
= Sanitary Condition of Water Supply one 167 
Calorific Determination of the Value of Fuel..............+..0005- 48 
Coating of Cast Iron Pipe. 143 
Committee to Nominate Officers... ........ 2 
Description of Second Tube Well Plant at Lowell....... .......... 226 
Filter at Milford Water Works............ 262 
Fires While Changing Distribution Mains... .....- ....2-.eee0.-0e 230 
Formation of Tubercles in Iron and Steel Penstocks ere theks dane 244 
Friction in Several Pumping Mains....... 234 
Fuel, Calorific Determination of....... ............. 48 
Gauges, Recording Pressure...... pe 255 


3 

‘ 
+. 
*: 


INDEX, 
Page. 
Handling Fires While Changing Distribution Mains................ 230 
High Service, Short History of the Manchester.......... .......... 66 
Hydrants, Use of Water from.............. 143 
Tron and Steel Penstocks, Tubercles i 244 
Lowell, Second Tube Well Plant at........... ... 226 
Mains, Friction in Pumping.............. bed 234 
Members, Election of........ igpicuweae Chas paces 1, 2, 4, 18, 142, 149, 288, 290 
+ 1, 29, 141, 146, 287, 289 
Meters, Uniformity of Methods of Testing. 77 
Metropolitan Water Supply of Massachusetts..... ...............- 117 
Milford Watet Works, Filler. at. 262 
Next Convention, Place of ............. 18 
Notes on the Furmation of Tubercles in Penstocks...... ees metaane 244 
Pumping Plant, An Electrical..... ........ ; 184 
Sanitary Condition of the Burlington Water Supply............ Ne, 167 
Short History of the High Service 66 
Testing Water Meters, Uniformity of Methods in.... ............. 77 
Tests of Articles of Commerce, Conducted by the Association Betead 109 
Tubercles in Iron and Steel Penstocks ......... 244 
Uniformity of Methods in Testing Water Meters ................. 2 77 
Filter at Milford Water Works .. ..... 262 
System of Burlington ...... ....... 150 


4 

P 

|i 


Table of Contents. 


> 
Address of Welcome by Governor Woodbury...... ....... --- eee 
Election of Officers ..... . . 
Paper. ‘‘Electrolysis,” by Prof. H. A. Storrs....................... 
Discussion by Messrs. Winslow, Gilbert, Storrs, Hazen, Fish, 
Chase, Williams, Milne and Crandall. .......... .......... 
Paper. ‘‘Calorific Determination of the Value of Fuel,” es Geo. H. 
Discussion by Messrs. Williams, Barrus, Coggeshall, Noyes, 
Smith, Holden and the Secretary.... .... 
Paper. ‘‘ Water Supply of Lynn,” by John C. Haskell, Supt......... 
Paper. ‘A Short History of the Manchester High woleued by 
Charles K. Walker, 


76 
76 


Page. 
1 
2 
5 
4 
10 
11, 18 
1, 4, 18 ; 
16 
18 
24 
27 
28 
1, 29 4 
33 
42 
48 
51 
55 
63 
66 


ERRATA. 


On page 5 read John E. Burke instead of Booke. 
On page 17 read Theodore H. McKenzie instead of Thomas McKenzie. 
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